98 Harris Street 


Pond School estimate ca 1870 to address 
_— 3 overcrowding at West Lane School. Closed 1910 
re _—~ when Kensington Grammar School opened. 


During the 1950s it was a Red & White Store. 


2018 Town of Berlin GIS Index 


1900 
Sketch 


Town of Berlin, CT 


Property Listing Report Map Block Lot 8-4-38-22 Account 1019910 
Valuation Summary —_ (Assessed value = 70% of Appraised Value) Sub Areas 

ie See ree 
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Description 


Sales History 

Owner. of Record Book/ Page Sale Date Sale Price 
384 MAIN STREET REALTY LLC 0682/0496 3/25/2013 215000 
DISARRO JOHN 506/ 18 7/16/2003 0 
DISARRO ACHILLE - EST OF 506/ 16 7/16/2003 0 
DISARRO ACHILLE - EST OF 498/ 596 5/1/2003 t) 
DISARRO,ACHILLE,LIU, 159/ 512 0 


Sketch 


Street Index 


Utilities All Public 
Lot Setting/Desc 


Additional Info 


Primary Construction Details 


Year Built Exterior Walls Asbest Shingle 
Stories Full Bathrooms Exterior Walls 2 Stucco Wood 
Building Style Half Bathrooms Interior Walls Plaster 
Building Use Interior Walls 2 

Building Condition Bath Style Heating Type Hot Water 


Interior Floors 1 Kitchen Style Heating Fuel 


Interior Floors 2 Fin Basement Area 


AsphiF GisiCmp Fin BSMT Quality 


Whirlpool Tub 


